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Treasury Department, 
Bureau of the Mint, 
F.P.G., Washington, D.C., 
April 13, 1894 

Eugene Townsend Esq. 
Sup’t. U.S. Mint, 
Philadelphia Pa. 

Sir: 


As requested in your telegram of the 6th instant, recalling the removal of Mrs. S.W. 
Murphy, an adjuster in your mint, the action of this Bureau in approving same is hereby 
cancelled and her status will continue as if no action had been taken. 

Respectfully yours, 

R.E. Preston 
Director. 



